
Built for Contractors - Built to Last 



TG-400HST 



TG-550H 


TG-550HBT 


Designed for Maintenance-free operation 
with no belts, belt guards or pulleys, 
which also means less vulnerability to 
job site damage. 


Perma-lube™ oil-less design for mainte 

nance-free operation and quick cold 

weather starts. \ / 

^COLD^ 
WEATHER 
''STARTS! 


HONDA 4 HP GX120 OHV Engine and 
HONDA 5.5 HP GX160 OHV Engine 

Cast iron cylinder sleeve extends life 
of engine 

Electronic ignition 

High performance overhead valve design 
for added power and high efficiency 

Low oil shut down 

Large muffler for quiet operation 

Two year engine warranty 

Large gas tank for increased fuel 
capacity and longer run time 

Easy start operation 

2-stage air cleaner 

Fuel shut off valve 





LONGER LIFE - With the patented LifeGuard™ dirt deflector that 
keeps job site dust and grit out of the compressor, the new 
Renegade® will perform year after year. 




TG-400HST 

TG-550H 

TG-550HBT 

Air Displacement 

12.4 CFM 

24.8 CFM 

24.8 CFM 

Air Delivery 

5.4 CFM @ 100 PSI 

12 CFM @ 100 PSI 

12 CFM @ 100 PSI 

Pressure Switch 

Continuous run unloader 
Valve with idle down 
Unloads® 135 PSI 
Loads @ 115 PSI 

Continuous run unloader 
Valve with idle down 
Unloads® 135 PSI 
Loads @ 115 PSI 

Continuous run unloader 
Valve with idle down 
Unloads® 135 PSI 
Loads @ 115 PSI 

Engine 

Honda GX120 4 HP 
OHV gas engine 

Honda GX160 5.5 HP 
OHV gas engine 

Honda GX160 5.5 HP 
OHV gas engine 

Tanks Capacity 

4 gallons 

7 gallons 

18 gallons 

Shipping Weight 

77 lbs. 

102 lbs. 

120 lbs. 

Net Weight 

71 lbs. 

96 lbs. 

114 lbs. 

Dimensions: Unit 
Lx WxH (in.): Ctn. 

19x19x18 
20 x 20 x 19 

44x18x23 
45x19x35 

39x18x31 
45x19x35 

Fuel Capacity (Gal.) 

.66 gal. 

.95 gal. 

.95 gal. 

Regulator & Gauge 

Supplied 

Supplied 

Supplied 

Compressor Type 

Oil-less compressor 
Perma-lube™ single piston 
design 

Oil-less compressor 
Perma-lube™ twin opposed 
piston design 

Oil-less compressor 
Perma-lube™ twin opposed 
piston design 

Framing Guns 

2-3 

4-6 

4-7 

Roofing Guns 

2-3 

4-6 

4-7 


Quality Compressors for the Professional Contractor. 


THOMAS 

PUMPS & COMPRESSORS 


1419 Illinois Avenue, P.O. Box 29 • Sheboygan, Wl 53082-0029 USA 
800-558-7721 • (920)457-4891 • FAX (920)451-4325 
Internet: http://www.thomaspumps.com 


